DART AEROSPACE 
LTD 
Work Order: 


Description: 
Clamp Lower Half 
Part Number: 
606.7819 


Inspection 
Dwg: 606.7800 
Rev: NC1 
Paae 1 of 1 


INSPECTION 
SHEET 


Drawing 
Actual 
Method of 
Tolerance 
Accept 
Reject 
Comments 
Dimension 
Dimension 
Inspection 


0.475 
+/-0.005 
0.476 
+/-0.005 
RO.400 
+/-0.005 
1.02 
+/-0.010 
00.632 
+/-0.005 
0.06 
+/-0.010 
0.332 
+/-0.005 
0.960 
+/-0.005 
1.850 
+/-0.005 
0.131 
+/-0.005 
0.925 
+/-0.005 
8-32 UNC 
N/A 


Measured by: 
CheGked by: 
QC Inspector: 


Date. 


Engineering 
Approval: 
(If necessary) 


Date. 


Date: 


Date. 
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